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QUOTATION FROM FOREWORD BY 


Dr. Joun R. BOWMAN 


I, THIS AGE OF SCIENCE, 
nearly everything we use and 
do nas been improved by 
research. We are well aware of our debt to the men who 
have so raised our standard of living, but few of us realize 
that their research is absolutely dependent on the men 
who work glass. 

Without glass, the development of our technologic 
culture would certainly have taken a very different course. 
Its unique, well-known chemical and physical properties 
make it a necessity in nearly all lines of experimentation. 

The purpose of this book is to aid the experimentalist in 
using glass; it should do so in two ways. First it should 
teach him, with moderate practice, to perform the simple 
operations himself. Skill in making small seals is now 
required in many types of laboratory work, because such 
construction is required very frequently in connection 
with assembly, alteration, and repair of apparatus, and a 
professional glass blower is rarely available on short notice. 
In so doing, the experimentalist in no way competes with 
the expert glass worker, but relieves him for difficult work. 
Very few scientific workers become highly skilled in work- 
ing glass, and it is not necessary that they do, but some 
knowledge of the art is becoming more and more important. 

This book v .’ also help the laboratory worker design 
complex equipment more intelligently. The services of an 
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expert glass blower are of little use unless they are under 
stood by the man who designs and uses the equipment. 
The more advanced portions of this book are intended 
to explain what the professional can do, rather than the 
details of how he does it, which can only be learned by 
long practice. 

In brief, this book tells about the glass blower’s fires 
which are older than Aladdin’s Lamp, and have already 
wrought greater miracles. 


Skilled Technician Barr and Scientist Dr. Anhorn have 
jointly written the MOST INFORMATIVE book on 
glass blowing ever prepared. 

Not only is construction explained in detail, but the 
operating principles of all pieces of apparatus are also 
explained. 
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